To:  Rauscher,  Jon[Rauscher. Jon@epa.gov] 

From:  Mueller,  Brian 

Sent:  Tue  8/1 1/2015  12:46:22  PM 

Subject:  RE:  A6LS  Gold  King  Mine  - Surface  water  pH 


Jon 


What  time  do  you  need  for  me  to  come  down  stairs? 


Thanks 


Brian  W Mueller  RPM 
EPA  R6  Superfund 


mueller.brian@epa.gov 


214  665-7167 


From:  Rauscher,  Jon 

Sent:  Tuesday,  August  11,  2015  7:41  AM 

To:  Loesel,  Matthew 

Cc:  Turner,  Philip;  Bhattacharya,  Dipanjana;  Mueller,  Brian 
Subject:  A6LS  Gold  King  Mine  - Surface  water  pH 


4003663 
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